بسم الله الرحمن الرحيم 
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أنزلتموه من ال مزن pl‏ نحن المنزلون 


وزارة الموارد المائية و الري 
قطاع الخزانات و القناطر الكبرى 
الإدارة العامه لقناطر Lau]‏ الجديذة 


Ministry Of Water Resources & 
Irrigation 


Reservoir & Grand Barrage Sector 
General Department Of Esna Barrage 


FACTS ABOUT NILE BASIN 


u Location: Africa latitude 40S to 310N 


" River catchement area: 2.90 million 
Km2 


" River length: 6.695 Km 
" Total areas of the lakes: 80.900 Km2 


"largest lake: Victoria 67.580 Km2 
the second 


u largest fresh water lake in the world 


NILE RIVER BASIN 


" The Nile River gets its water from three 
catchments : 


1- The Plateau of Equatorial lakes. 
2- Bahr EL Ghazal. 
3- Ethiopii 
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^The Nile Control Works", early 1 920. 


HYDRAULIC STRUCTURES ALONG THE 
RIVER 


Gabal EL Awliaa on the white Nile 40 Km. 


u South of Khartoom. 


EL Rousairus Dam on the blue Nile. 

Sennar Dam on the Blue Nile. 

Khashm EL Gerba Dam on Atbara river. 
Aswan High Dam on the main Nile at Aswan. 
Old Aswan Dam at Aswan. 

Esna Barrage(Old Barrage & New Barrage). 


Naga Hammadi Barrage (Old Barrage & 
New Barrage Under Construction). 


Assyout Barrage. 

Delta Barrages. 

Zefta Barrage on Dammietta Branch. 
Faraskour Dam on Dammietta Branch. 
Edfiena Barrage on Rosette Branch. 
Owen Dam on the outlet of lake Victoria. 
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opening there is larger pier 4 m in width. 
u The lotk is 80 m in length and 16 m in width. 


" The rohd is 12 m in width including foot 
pathe 


m іне ех < cavation works amount to 500. 000m3.. 


te volume is 40.000m3. 


ESNA BARRAGE ACROSS THE NILE 


View from the West Bank, showing the' 
roadway with rail track, and the crab 
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View Of Roadway Of* 
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King FAROUK Arrival To* 
^ Ceremonv 1948 
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Old ESNA Barrage‘ 


